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tomb was discovered in the church by the Christian architect who had charge of the work of restoration5 Haji Stephen Gaitanaki Maditenou (see letter of the patriarch).1 It is difficult to resist the impression that the discovery of the tomb at that time gave occasion for the fanciful conjectures current among Turks and Greeks in regard to the body interred in the tomb. See the article of Mr. SiderideSj who gives the facts just mentioned3 without drawing the inference I have suggested.
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